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Digital Recorder -GNOME 2 
Description 

Gnome 2 is designed to achieve the best performance possible when recording in real-life noisy 
environments. It records conversations with extremely high quality with or without compression. 
Equipped with two extremely sensitive internal microphones or small size external microphones, 
Gnome 2 provides rich functionality with many settings available via an easy-to-use interface. 

Gnome 2 has an 8-digit PIN-code access restriction and strong audio data encryption. Rugged 
metal case insures durability of the unit as well as protects it against detection and jamming. 



Technical Data 



Audio: 


Microphone input (stereo) 


Storage Medium: 


Compact Flash-Card 


Recording Time: 


up to 23 hours for a 512 MB CF-Card 


Power Supply: 


internal 2 x 1 .5V AAA batteries or external 3V 


PC Interface: 


USB up to 12 Mbit/s 


Dimension: 


115 x 55 x 15 mm 


Weight: 


approx 135 g 


Temperature Range: 


0 °C - 50° C 



Scope of Delivery: GNOME 2 

512 MB CF-Card 
2 microphones 
Headphone 
USB cable 
Software 
Power supply 
Batteries 
CF-Card Reader 
Manual 
Transport Box 
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If you would like further Information about ELAMAN, 
or would like to discuss a specific requirement or project, please contact us at: 

Elaman GmbH 
German Security Solutions 
Seitzstr. 23 
80538 Munich 
Germany 

Tel: +49-89-24 20 91 80 
Fax: +49-89-24 20 91 81 
info@elaman.de 
www.elaman.de 




